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1. GENERAL INFORMATION. 'a, This pamphlet is a list of f 
organ National spare parts and organizational equipment which 

issued to tie using arm or service for performing 1st and 2d echelon 
main tenanoe. It supplements Tables of Organization and Equip - a 
ment, Tables of Basie Allowances, and Tables of Allowances. Since p a '^' r 3 
it must reach all organizations and establishments concerned, special a,lO. 
attention should be given to its distribution. 

b. The Note Symbol Column contains reference sym hols which are 
explained under the heading “NOTES.” These symbols may be 
letters, such as a or e; characters, such as % or or SNL Designa- 
tions, such as H-l or J—l. 

c. For full information relative to the Ordnance Supply Catalog, 
the procedure followed and the principles employed in its compilation, 
together with the purposes and uses thereof, see ORD 1 Introduction, 

ORD 2 Index, and the Ordnance Provision System Regulations 
(OPSK). 

2. PLAN FOR MAINTENANCE. Maintenance operations to be 
performed in each echelon are indicated by the availability of spare 
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par La as shown in a particular echelon column or by a symbol signi- 
fying authority to requisition them for use in that echelon. 

3. SPECIAL INFORMATIONS a. Ordnance motalktimig will find 
Ckasification Codes in OED 5-2 alphabetical index to Stock List 
of all Items for Federal stock numbers listed heroin. 

k. For prices of items eon tamed herein sco the appropriate pamph- 
let of OHD 5-3, Pricing Guido. 

4, SUGGESTIONS — Notice of discrepancies or suggested changes 
should bo directed to Office, Chief of. Ordnance, Field Service, Main- 
tenance Division, Military Publications Brunch, ORPEM— Pub, 
Washington 25, D. C. 

WAR DEPARTMENT 
Washington 25, D r C., 2 July 1946 
Ordnance Supply Catalog, QRD 7 SNL F-235, Organisational 
Spare Parts and Equipment for Periscopes, Telescopes for Peri- 
scopes, and Direct Sighting Telescopes for Use in Tanks is published 
for the information and guidance of all concerned. 

E&PX *01 {30 June *0)1 

By onnfeR of the Sec® eta ivy of War: 



Of rw ia l : D W I GHT I X EISEN TTOWER 

ED W A 11 D F. WITSELL Chief of Staff 

Major General 
The AdjvJanl General 

Distribution: 

AAF (5); AGF (2); T (]()).; Dept (5) ; Arm A Sv Bd (1); Tech Sv 
(2); A Areas (10); EG (1)] PE (Ord O) (5); Dist ft (8); Estab- 
lishments ft (3) except Am Establishments (O) ; Gen & Sp Sv 
Sdi (5); A (3); CHQ (2); D (2); B 2 (I); R 2, 9 (1); Bn 2, ft, 
17 j IS (I); C ft (1) ; One copy to each of the following: T/O & E 
2-13; 6-45; G-49; 6-115; 6-117; G-lfi6; 6-160; 17-17; 17-19; 
17-27; 17-29; 17-47S; 17-49S; 17-117; 18-27; IS- 28. 

For explanation of distribution formula, sec FM 21-6. 



MAJOR COMBINATIONS 



pfaft jvMbci S'lozt No. 

ft VV FM 1-0037400 

0 W FM1-00375M 

ft W POO 1-00.37492 



NfrfAtWlulare l .'mV jirtM 

PERISCOPE, M4Al t w/Teleacope, ] 

M38A2, w/c. 

P S^ 0rE ' MiA1, '»*«»***• L, OED 5-3-1 

M 4ft AS, w/d. 

PERISCOPE, M4AI, w/Tekacopa, 

Ml? A3, w/e. 
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tM<i price 



A'<* 


Black m. 


0 W 


FM 1-0937*02 


+i w 


FML-U037506 


0 vv 


F00 1-0037506 


ft iv 


FOOL 41037530 


U iv 


F00 1-0037537 


o w 


19)01-0037310 


» vv 


19)0] 0M7M3 


0 vv 


19301- 0037806 


0 VV 


E001-003700S 


ft vv 


Finn 0037610 


13 W 


PM 1 -0037ft 15 


ft *v 


POOl -0037530 


ft W 


F001-0037531 


ft w 


fooi-oos-hSs 


ft w 


FQ01 0034052 


ft vv 




ft W ■ 


19391 006* MI) 


ft w 


F00 1-9034663 


ft vv 


F00 1-9034657 


ft vv 


FflGl -G034G58 


ft vv 


FM1-OOH405O 


ft w 


E0Q1-M842&7 


ft w 


Fo01-M8i296 


ft vv 


FOOl-0C8i^07 


ft w 


F00 ! -0064 BOO 


ft vv 


FG01-M84S04 


ft vv 


FM1-U0B4300 


ft vv 


19391-9 004 397 


ft vv 


Fftftl 43034305 


ft vv 


Eftfll 0034323 


ft w 


FM 1-906431 6 


ft w 


P001 -003*327 


ft w 


>001-0984364 


ft tv 


E001-M84391 


ft vv 




ft w 


F09 1-0034 3ft* 


ft w 




ft vv 


FU01-0084694 


ft vv 




ft vv 




ft w 




ft vv 




ft vv 




0 w 


FOOl- 0034553 


ft vv 




ft w 


FOOMM384573 


ft vv 
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fl&nwiwfalwns 

PERISCOPE, M4 A 1 , w/Teleswope, 
M77C, w/c. 

PERISCOPE, M'lAl, w/Teleawpe, 
M77F, w/c. 

PERISCOPE, M'iAL, w/TcS<?wsopc p 
M77Q, w/e. 

PERISCOPE, Ml... 

PERISCOPE, M8A1, w/Teloeaopo, 
M3UA2, w/e. 

PERISCOPE, MS).-. 

PERISCOPE, M1CC, 

FKI11 SCOPE, M10D, wye 

PE RISCOF K , M 10E, w/c ... 

PERISCOPE, MlOG, wf* 

PERISCOPE, M10P, w/e 

PERISCOPE, M L3 

PERISCOPE, T22... 

TELESCOPE. MbfiC ---- 

telescope, M99l> 

TELESCOPE, MODE 

TELESCOPE, Mena, w A... 
TELESCOPE, MC0K I - ----- 

TELESCOPE, M70C, w/e. - 

TELESCOPE, MTOD, w/e. 

TELESCOPE, M70F, w/e..— — 

TELESCOPE; M70R-. . 

TELESCOPE, M71C 

TELESCOPE, M7IP 

TELESCOPE, M 710. 

TELESCOPE, M71 K 

TELESCOPE, M7IN — ■ - 

TELESCOPE, M7IP. 

TELESCOPE, M71E4-. - - 

TELESCOPE, M75C 

TELESCOPE, M7GF. 

TELESCOPE, M76G - 

TELESCOPE, M79E1 

TELESCOPE, MS3C 

TELESCOPE, MFlSD 

TELESCOPE, M88F 

TELESCOPE, M8fi, w/o . 

TELESCOPE, MS&Cj w/e, 

TELESCOPE, TOlil.. 

TELESCOPE, T93E2 

TEL.ESCOPE, TftBES 

TELESCOPE, T0&E4 

TELESCOPE, TD3E5 

TELESCOPE, T106 

TELESCOPE, TlOB 

TELESCOPE, T10SE2- 

TELESCOPE, T13DE1 



See ORD 5-6-1 
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ORGANIZATIONAL SPARE PARTS AND EQUIPMENT 
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ORGANIZATIONAL SPARE PARTS AND EQUIPMENT— Contir usd 
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TELESCOPE, MY6C„ M 76F, M76G, 
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ORGANIZATIONAL SPARE PARTS AND EQ LI I PH ENT— Cflirtin ued 
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TELESCOPE, M 7 DC, M 7 ( 513 , AND 
M70F 
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W (1) Items marked by (W) arc nonexpendable. 
(2) Items not. marked by (W) arc expendable. 




N'on- ONC OP TNE fCJitOWNG TfLESCCPF 
IS CO^F.A'NFCJ W ’KPS 
*£(E SCOPE. M4A2 
tmscopf. m 
fufscapr, ts$?A? 

IfifSCOPF, W7 C 
FFtESCOPf, M7?& 

Tfificonp. f.-rn 

fijllft !r Pzriw ope, hUAi, l f/t, 
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Figure 4- Ptifincopf, M8A /, jj t / Telescope-, M39A2. 
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MEAD AS5EMBL 




Periscope, 10 Strict, «:'e •, MlOC itlvstruietl) 





RA. #-E> 84454 

Figure 6. Tdetwpe, MSS A3, MW A3, and AW AS { MSSAl illmt rated). 




RA PD H 44 S 5 

FiffUrt 7, Telescope, MSS AS, 




Figure S. Tdescope, j Mtftf merits, w/e. 
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NOTWHl WXtdWWJG ntM$ w.l not JUUSPflATfJJr 
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&. Telescope, M70C, M70D, or M70F, wl'e r 







RA PD 

Figure 1&- Telescope t strict. 
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^ 1 'purc 17, Light, M39C. 



Figure Iff. Li fyht, Imlmwenl, MSS. 



Figure IS. Perinea^ n\ M (2. 



Figure lo, TiltMOpG, Wfs. 



NQFf. !Hl /QlLOWJNG At!A ,'S NO? rflUSWATFO: 
I -<ASf r CASHING, Pi6 
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